

STANLEY 


Hard To 


Holds 


Starts, Ren*'** 


• The right tools to reach hard-to-get-at screws. 
Spring loaded tip holds screw firmly, starts and 
seats screw, then releases automatically. 

Use Stanley screwdriver to tighten or 
loosen screws. 


• Magnet at back end for retriev 
ing screws and other small 
metal parts. 


• Convenient clip on 
each 6" screw 

( start for stor¬ 
age in shirt 
pocket. 


6" Pocket size 

No. 66-155 

For Slotted Screws 

No. 65-155 

For Phillips Screws 




gSTART 


? 


No. 67-150 

Wire Wall Display with 10 each screw-starters 
3 ea. No. 65-155-6" 2 ea. No. 65-159-18" 

3 ea. No. 66-155-6" 2 ea. No. 66-159-18" 

Dimensions: 12"x20" Weight—6*4 lbs. 


11" model that 
Extends to 18" 

No. 66-159 

For Slotted Screws 

No. 65-159 


Great tools for making 
difficult electrical work 
easier, faster and 
safer. 


With screwstarts those 
hard to reach automo¬ 
tive jobs are not so 
hard to reach anymore. 


For Phillips Screws 


Time saving magnet. 


STANLEY 


helps you do things right 

STANLEY TOOLS, Division of The Stanley Works. New Britain, Conn. 06050 


T-441 















